Foot ailments can in mast 
cases be prevented by 
wearing our Orthopedic 
Shoes on scientifically designed 
lasts. These shoes also aid in the 
restoration of health. 


Note the attractive styles on the 
other side; drop in our store where 
you will see many others. 
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Enjoy " barefoot freedom " in our Orthopedic Shoes 

Remember/ your feet are as individual as your eyes, hence an individual 
fitting is required to start them on the road to happiness. Try on a pair! 





